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thermodynamic aspects 20 
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of long-term exposure levels 369 
productivity, whole body vibration effecton 15 
protective clothing, physiological strain with ...............2++- 720 

selecting polymers for ......... 
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Pro-Tek Badge, detmn. of formaldehyde .................. 609, 578 

for ethylene oxide ............. 
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psychological inventory, in respiratory distress 

pulmonary function, by computerized 
field measurement of 
sensitivity to ozone ..... 

push-pull ventilation, flow rates for ‘é 


Racal Airstream helmet, efficacy of 
tadiation hazard, in LPG refineries ... 
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Raynaud's phenomenon, from hand tools . 
from power tools 
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refinery, fluoride exposure in 
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relative humidity, effect on adsorption of TCE 
remedial action sites, air monitoring at 
safety procedures at 
repetitive trauma, see cumulative trauma 
reproducibility, of sample analyses 
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residential environment, formaldehyde in 
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sampling in coal mines 
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respirator cartridges, effect of humidity on 
effect of temperature on ... 
efficiency of 
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with isocyanates 
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factors in choice of 
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correction for altitude 
correction for gas density 
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S 


safe disposal, of dimethyl sulfate 
safety, at waste disposal sites 

handling chemotherapeutic drugs 

safety, handling cytotoxic agents 

in selection of respirators 

of odorized LP gas 
Safety program, in genetic toxicology lab. 303 
sample size, for noise evaluations 
samplers, alternative for cotton dust 
sampling media, solvent exposures from 
sampling strategy, in coal mines 
sampling tubes, for methy! carbamate 
sanding, control of wood dust 
sawmills, chlorophenol exposures in 
screwworm fly, rearing facility for 
seasonal variations, of formaldehyde levels 
semiconductor wafers, arsenic release from 
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silica gel, adsorption of methyl carbamate 
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single-stage sampling, with Andersen impactor 


size distribution, of man-mad 
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Ralph G. Smith, Cummings Lecture ... 


Smythe Lecture 1985, Mary 0. 


Amdur 
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stabilized formaldehyde samples 
sulfur dioxide release from 
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solvents, variability of analyses for 

sorbent bed, residence time model . . 
sorbent tube, for detmg. propoxur 

sorbent tubes, for acid halides 


for anhydrides 
for ethylenediamine 
for isocyanates 


for reactive chemicals .... 
sorption dynamics, of respirators 
specific gravity, adjustment of urine analyses. 
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ultraviolet from MIG welding ... 


spectrophotometric, detmn. o 
spectrophotometry, detmn. of 
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spirometry, with portable com 
standard deviation, bias with 
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statistical prediction, of exposure levels 
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stress factors, in offices 
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air titration method for 
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from kerosene heaters 
mechanism of action 
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passive dosimeters for . 
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with gas protective clothing 
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TBOP, see tributoxyethyl phosphate 
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temperature, effects on respirator cartridges 
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Tenax-GC, sampling Arochor-1254 
terpenoid aldehydes, action on mast cells ......... 
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time-weighted average, exposure and dose ..........2eeeeeeeee 481 
critical review of 
tissue temperature, breathing hot air ae 
titanium dioxide, biological effects of 
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